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No. 137. 
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John McLean 



: MACHINIST 



ri'REH 

IN 



CEMETERY gUPPLIES © 






298 MONROE STREET 



i on and Corlears Si 



New YORK 



\l rO \U IHH WHOLESALE MARBLE YARDS 
EASY OF ACCESS BY JERSEY VND BROOKLYN; FERRIES 

AND B^ STREET CAPS FROM GRAND CENTRU UEPOT 



.8q 3 







ENTLEMEN :— Thanking you for past fa- 
vors, I would solicit a continuation of your 
patronage, and will endeavor to give sat- 
isfaction to all. 
I will be glad to furnish estimates for Machinery 
and all kinds of Supplies for the Stone Trade— Brass 
and Iron Tubing, Square and Round Bars. Chains, 
Tassels, Washers, Vases, Settees, Chairs, Polishing Rub- 
bers, Brass Locks. Bolts, Tablet Handle- and Hinges for 
Vaults. Designs furnished. 

Very respectfully , 



JOHN Mc LEAN, 



8 M( >NR< »E S n I 



New York, rl 



/T7\ 
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Ji iHN M. ! I \\ 2iw MONROE STRE1 I. \ \ 



:* 



No. 1. 










PIPE GATE. 



i i nd 1', Inch Pipe. 

H< [it 1 foot 4 inch at Hinges. 
H : - feet 4 inches over all. 

Opening; 3 fi or ai ze «ltsir 
















JOHN McLEAN, 298 MONRO! STR1 1 1. X. 



No. 2. 




WROUGHT IRON GATE. 

Round or Square Bar. 

Height l iot 8 inch it Hin 

Height '2 feet 8 inc r all. 

Opening 3 i or any size desired. 



if 














JOHN I ET, N \. 



i 



No. :; 







WROUGHT IRON GATE. 






K< i or Square Bar. 

Height 1 foot 1 inches. 

Opening 3 feet, or any -ired, 







G 



fi >HN Mi i l UJ 298 M< >NROE STREE'l ■ 






No. 52. 







WROUGHT IRON GATE. 

Round 01 Square Bar. 

I!* 'hi ] foot 6 Inch l1 II 

Height 3 feet and .'.: inch over all 
Openii I t. 



<ll\ m i.i \> STR1 hi. v v 



No. 151. 




WROUGHT IRON PIPE GATE. 



H< l _' inches at Hinges. 

H it 2 feet 8 inches over all. 

ired. 



J< 'HX M.J I A\ 298 M< >NR< 'E \. y. 






No. 150. 










WROUGHT PIPE GATE. 



Height 1 foot 2 inches at h 

Height 1 foot 10 inches overall. 

Open; 8 or an) desin 







I' >HN M. II E STREET. N V. 






No. .". 




CAST IRON GATE. 

Hi t 1 ! inches centre to centre of J ,-e. 

Height 3 feel 1 tes < 11. 

Openii 






l«l 



JOHN McLEAN, 298 MONROE STREET, N V 



No, <>. 




CAST IRON GATE. 

Height 1 foot lOj inches centre to centre ol W:vj 

Height 3 feel 6 inches over all. 

a 

ning 2 feet 11 inches. 






John Mclean, a w . et, n y 



\<». T. 




CAST IRON GATE. 



Height 1 >t 4 t Hin 

Height 2 feel 9 ii - - er all. 

I Ipenin 2 11 in 



n 






JOHN McLEAN, 298 MONROE SI 



No. S. 







CAST IRON GATE. 



H' i " - centre to centre of H 

II .t 3 feet 4 inches o\ ei 

Opening i 



I 






I 



FOHN BfcLEA >E STREET, S . 






No. 9. 








CAST IRON GATE. 

I »l 6 . inches at Hinges. 

Height 3 I I II. 

_' 1 8 i i 



14 



JOHN McLEAN, 298 MONROE STREET, N. \ 



No. lO. 







CAST IRON GATE. 

Height 1 foot N 1 . inches centre to centre of Hi' 
Height 2 feet <\' _■ inches oveT all. 
I tpening 4 feet. 






JOHN M 29H M"\ STREET, Y S 



15 



No. 11. 




CAST IRON GATE. 

I foot 7 . inch .t Hin 

Height 3 feet 7 inche r all. 

Openi 2 feet !• inch 








II'. 



J< 'll\ M« I ! AN. 298 M' >NR< U 111, N V. 



No. 22. 



Cast Iron Gate 

II. [ 3 inches 

H 

B i 1 7 inch) 

J 9 inch< 







'UN M< LEAN l REE1 \ V 



IT 



\o. 24. 




CAST IRON GATE. 



ht 1 foot 11$ inches centre to c H 

II : :{ feet inches over all. 

0] - v 



is 



JOHN McLEAN, 298 M< >.\k<.E STRE1 I v. Y 



No, 53. 













CAST IRON GATE. 



Height 11 inches centre to centre of Hin 

Height 2 feet over all. 
Opening 3 ka 



ges. 




JOHN McLEAN, MONROE STREET N v 



19 



No. 54, 




CAST IRON GATE. 



Height 1 foot ."'.- inches centre to centre of Hinge 

Height 3 feet -4 inches over all. 
Opening 2 feet 8 inches. 




2H 



JOHN McLEAN, 2'm MONROE STKI I I \ V. 



No. 57. 







CAST IRON GATE. 



Height 1 foot l}£ inches at Hinges. 

Height 3 r all. 

I >peni] 



I 



[Ml IN M, II y\ MMNROK - I I I I I. \. Y. 



No. <>7. 



21 




CAST IRON GATE. 



I 1 fool 4 ; 4 inches at Hing 

Height 2 feet 11 inches over all. 

Open \ feet 4 inch 






22 



JOHN M: I KAN, 298 MONRO! STREI I, N, V. 



No. 6S. 




CAST IRON GATE. 

Height 1 foot 6^ inches at Hra 

Height 3 feet 9 inches over all. 
Opening 2 feet 9 inch 










I« 'UN \I I I AN, '2 MONROE - 1 I l l I. X. V 






No. 1.-5S. 




CAST IRON GATE. 



Hi : 1 foot * inches at Hinges. 

Height 2 f< 9 inches over all. 

Open I t 2 :i, hes 





24 



J' »HN Mi i ! AN. 298 Ml »NR01 5TREI \ \ 



No. 128. 







CAST IRON GATE. 

Height 1 foot 2] inches at Hinges. 

Height 2 feet 8 inches overall. 

I ►pening 3 feet 2 in 



!"II\ \l. II \Y 2JW MONR< >\ STRI H NY 






No. <;«>. 




CAST IRON GATE. 



iit 2 feet I2 inch at Hii 

Height 9 3 inches over all. 

Opening 2 feet 10 inches. 











26 



JOHN McLEAN, 298 MONROE STREET, N. V. 







No. 91. 







MONOGRAM GATE. 

Height 1 foot 5% inches at Hinges. 

Height 3 fen (i inches over all. 

Opening 2 feet 9 inches 



^ 



I 1 UN M< I I AN. 298 MONR( I W E 1 N. Y. 



21 



No. 1 1 ."> 




CAST IRON GATE. 



He : 1 foot 11 inches at Hinges. 

Height 3 feet over all. 

Opening :$ fi 




2H 



JOHN Mel. KAN, 2ih MONROE STREET, N. V. 



No. 97. 







CAST IRON GATE. 

Height 1 foot 6# inches at Hinges. 

Height 3 feet 10 inches over all. 

Opening 2 feet in inch 






I« »]|N M. MAN 2 ? < >NR< 'I IM N Y 






No. \H>. 




CAST IRON GATE. 



11. i 8 inch it Hinges. 

Hei I : * inches over all. 

I i 5 ches. 




30 



J()IL\ McLEAN, 298 MONROE STREET, N. V 




Xo. 55. 




CAST IRON GATE. 



Height 11 inches at Hinges. 

Height 2 feet 10 inches over all 
1 -ning 4 feet. 




i 

J 



J 






L 






[OHN McLEAN IS MONROI STREET, V Y 



No- 56, 







CAST IRON GATE. 



.lit 1 foot 5 'j inches at Ilii 

Height 3 feet 4 i: r all 










JOHN Mel IAN, 298 MmNROE STRI ! I N. V 



>'o. 4. 




WROUGHT IRON GATE. 



II- --•■• 2 fee 9 uches from step to ventre of Hi 
Opening 4 feet (Jin- md I 

Or any size desired. 












I'MIN M. 1.1 AN. 2 , .»«> MONROE STREET, N. V. 






No. U.S. 







PIPE GATE. 



H 1 |; H 

II ht 2 5 nch< s oi er all 






I-M. 29* 



No. \i. 



PIPE GATE. 



1 ' - ' 2 2 'j inch J 

H< 7 Hin 

Height 1 LO inch i. 

urany 







I 



1 



JOHN Mi I I \\ 2 f .W M' ».VR« >i - i l:l I I V V. 






No. i;;. 







PIPE GATE. 



I i 2 inch Pipe. 

Heighl 7 s at Hin 

II . t 1 feet 7 inches over all. 
Opening X fi or any 








;ic, 



JOHN McLEAN, 298 MONROE -I i:i I I , \. v 



\(>. 14. 







PIPE GATE. 

1 ] 'i and 1 incli Pipe. 

Hei §: h t 1 foot 8 in :entre to centre of Hii s . 

Height 2 feet 7 inches o\ .11. 

°P enil ; an 3 desired, 




I 



rOHN M. I I V\ 18 M< >\Ki 'I nTUM.I V V 






No. l.">. 










PIPE GATE. 



1. 1' 4 and 1 '.• inch Pipe. 
II it 1 foot 4 inches at Hinges. 

Height 2 fe 5 over all. 

Opening 3 feet, or wide 



38 



JOHN McLEAN, 298 MONROE STREET. \. V 



No. in 







PIPE GATE. 



1, 1\ and 1£ inch Pipe. 

Height 1 foot 4 inches at Hinges. 

Height 2 feet 5 inches ov< r all. 

Opening 2 feet 8 inches, or any s sired 






' 



fi iHN Mt l.l w 2 18 MUNR< »E £>TR1 I I \ V 



39 



S o. 17. 




PIPE GATE. 



1. 1}. li and 2 inch i 

Height 1 foot 8 hid 
■ 2 feet 9 inches, i ze desired 



40 



JOHX McLEAN, 298 M- 'XROE STREET, N V 



No. 18. 







PIPE GATE. 

1' 4 and \% inch Pipe. 
Height 2 feet 6 inches from Step to Hin 

Opening 3 feet, or a. C(1 , 






h >HN Mi I I AY 298 MONRi »1 51 REE1 N. V 



41 



No. 11). 




PIPE GATE. 



1 '_ 1 1-2 inch Pipe. 

1 1 lit 1 foot 7 inches .it Hi 

Height :* feet over all. 

D 

( >penin et, or wider. 






42 



JOHN McLEAN, 298 MONRO] STREET, N. V. 



No. 20. 







PIPE GATE. 

1 '-i V 1 -- and -1< , inch pip e 

Height lfool 7 inches al Hinges. 

Height 2 feet 8 inches o< ,11. 

Openings •. or any size desir, 






<ll\ M< LEAN M< »NR< -l ! E I v 






Vo. 21. 




PIPE GATE. 



< If any size Pipe or I dimensions. 



PIPE GATE. 






44 



JOHN M. | | AN, 298 MONROE SI l:lll V 






No. 23. 










V'4 inch Pipe. 

Height 1 foot 6 inches. 

( '' it 

Grade 1 inch to foot, or any grade desired 









fOHN McLEAN - \H >NR< U -TREET. N. V 



45 



No. 26. 




PIPE GATE. 



i l '_. inch Pipe. 

Height 1 foot 7 

r. 







4«; 



J < >H\ M, I I AN. 2!>9 Ml INR< HI I i N. V 



No. 58. 










PIPE GATE. 

Height 1 foot 8 inches centre to centre of Hing 

Height 3 feet o\ er all. 

Opening :i feet. 















• 



JOHN M< II \N. -■>- M< i.VI i I l . \ 



17 



No. 59. 







PIPE GATE. 



1 foot l 1 - from step to Hii 

Height 3 feet :J inches over all. 
Openii 3 L 





48 



I' »HN McLEAN, 298 MONROE STREl 1. N. V 



No. 60. 




PIPE GATE. 

Height 1 foot 4 inches at Hin to St. 5 inches more. 

Height 3 feet 4 inches overall. 
Openii I feet. 







JOHN M, I I \N. 298 MoNk' >E STREE1 \. V 






No. 64. 




PIPE GATE. 



II' 2 a inch a Hin 



Height 3 feet 8 inches over all. 



( >|K _' 9 



J' MIX McLEAN, 298 MONROE STREET, N. V 



No. 11«. 




PIPE GATE. 

Height 1 fool 8 inch il Hin 

Height 3 fe< inches over all. 

iniug :\ feet 






E 












L 



I 






CHIN McLEAN, 298 MON1 STREET, N. V 



".1 



No. 129, 



-V > 










PIPE GATE. 



1 1 ■ l t 6 i n i kt Hi 

II. : •_* feet In in< 

t \\ i 



52 



1'iHN McLEAK. 298 MONROE STREET, N. V 



No. 132. 




s?innnD 3 l 



or QDQi ji 




PIPE GATE. 



Height 1 foot 8 inches at Hin 



1 1 1 ight >l feet '2 inches ovi i all, 
« Ipenii 






< 



£ 



* 



i 



i 







IOHN M. I.I A STREET, N \ 






No, 1 1 1. 




PIPE AND IRON GATE. 



II. t 1 fool 8 incl it Hinges. 

II 7 inches i >ver all. 



64 



JOHN M, LEAN, 298 MONROE STREET, N V 




yo. ~o. 
















* 

5 

I 



CAST PIPE GATE. 



1 [eight 1 fool 4- inches at HLin 
Height 3 feet i all. 



iening 3 feet. 



[< -UN M ! I AN 298 Mi >NR< »E STRE1 I . N. V 






No. 136. 




PIPE GATE. 



I h ; 1 8 ii 5 at Hii 



Height •"{ i 2 inches o all. 

( tpenin ; 






JOHN McLEAN, 298 MONROE STREET. N V 



Ko. 25. 




PANEL FOR FENCE. 



Height 1 foot 4 inches centre to centre of Pi] 



r 




58 



fi IHN MrLLAN. -i'.'S Ml >NR< »E si RELT. N I 



No. 114. 




Double Bronze Gate 



■* - 



i IN M< \H Mi iNR( 'E STR] I T. N. ^ 






No. Hi, 




BRONZE VAULT GATE. 



II I \ inches. 

J 



61 



JOHN McLEAN, 298 MONROE STREET, N. V. 










. 








5522 



No. 112-Bronze or Galvanized Vault Gate. 






'UN Mi M \\ 2 ■- M iN [ill I . v Y 



♦'•I 




No. 113 Bronze or Galvanized Vault Gate 



62 



JOHN Me LI AN, 298 MONROE M'kl.l I, N. V. 



ii S 





i 









i 








No. 92- Bronze Vault Door. 






fOHN McLEAN, 298 MONRO! STREE1 N V. 








*>#* 






ITI 



G 



rrj • 




No. 93 Bronze Vault Door. 
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<ml I i 1 i, / 








) 



No. 94. Double Bronze Vault Door. 




I 



I <ll\ Mel I A I --Ml I \. 







No. 95. Double Bronze Vault Door. 









JOHN McLEAN, »98 MONROI STREET, N. V 



No. 44. 



ited?* ^ 




So, 4.">. 



CHAIRS. 








< 





I 



J' 'UN \ 29H MOM 1 \ V. 






No. SO. 



No 51. 





-J. 



Hall Chair. 



Rustic Chair. 






ir 




68 



TO! 



IN M.MAN, 208 MONROE STREET, N. V. 




No. 75. Morning Glory Chair, 





M 



No. 76. Lily Chair. 









1' 'UN Mi II AN. 2'JH M< »M '11 1 I S. V. 









No. 7« 





Medallion Chair. 



Poreh Chair. 



T(> 



JOHN Mcl.hAN. 298 MONROE STR1 IT, N 1 



No. 79, 




C^ 



Lyre Chair. 



No. so. 



Dining Chair. 







I 



JOHN M- I.I .\N. 21JH M< >N1 ll I V 



No. SI. 



No. S>. 




NEW CHAIR. 



FERN CHAIR 



7_> 



|()II\ McLEAN, 298 MONROE STRE1 I. \ V. 



No. 90. 



No. 126 





Cross Chair 



Fairmount Chair 



No, 104. 



+j±-*^A 




Baby Chair 



|o||\ Mel i 29* S'l 






\o. 11. 







GRAPE SETTEE. 

2. 3 and 1 Seats. 



No. 12. 




RUSTIC SETTEE 



1 and 3 5 




JOHN Mel EAN. 298 MONROE STREET. N. V. 



No. 65, 







GOTHIC SETTEE 



I and 4 Se 



I 



' 




No. 7-"» 




SCROLL SETTEE. 






JOHN Mel I AN, 2»8 MONRl '1 5TREE1 \. V 



No. 74. 




NEW SETTEE. 



2 and 3 Seat-. 









f 








I 



JOHN M LEAN, 2'J8 M< »NR< »1 N 



No. S«>. 




PROSPECT PARK SETTEE. 




7^ 



JOHN McLEAN, 298 MONROE STREET, V Y 



No. 9*. 




FAIRMOUNT SETTEE 



i and 3 Seats, 



I' >HN M. LEAN 29H \!< >NROE III N 



T I 



No. 99. 




■ ■ 



n 



K?-.'-i ~r 









A 




. v, r L n / 



jM^^^m^^^ 




CROSS SETTEE 



•i and :: Seats. 






I 



JOHN m. I l \\ km Mi >NROE - I REI i \. V 



Hi 



No. 130. 




* * • 



# * 







mmmm 
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# ♦ 



♦♦•♦♦♦♦ ♦ 4 * 



• .%•*•:•:*« 





INDESTRUCTIBLE STEEL SETTEE 



3 Seat 



VJ 



JOHN McLl AN, 298 MONROE STREET, N. V 



No, 131. 




v 

I 



/ I 






PRIE DIEU. 



84 



JOHN McLKAN, 298 MONROE STREET, N. V 



No. 4(;. 







FLUTED VASE. 



FIVE SIZES. 



HEIGHT. 




FT. 


IX. 


A. 


1 


4 


B, 


1 


8 


c, 


•1 





D, 


2 


6 



E, 



till IER 


FT. 


IN. 


1 


1 


1 


3 


1 


(i 


2 





2 


•I 




JOHN M< LI 2<M M< • fREET, \. Y 






No. I "i. 




PALO ALTO VASE 



FIVE SIZES 



111 1. II 








IN 


A. 





Id 




1 




c. 


1 


8 




2 







2 





^fc<. 






DIAJfl I »-k. 




1 I. IN. 




9 




1 




1 4 




1 8 




•1 1 






si; 



JOHN M cLEAN, 298 MONROE STREI l\ N. V 




I 



!' 'UN M< I I AN. 2 i [< »NR( »E »1 Rl I ! \. Y 






No. ieO. 








88 



JOHN McLlAV 298 MONROE STREET, N. Y 



No. 48. 







VINE AND LEAF VASE. 

THREE SIZES. 



KEIGH1 


• 




i i . 


IN 


A, 


1 


T 


B, 


1 


LO 


c, 


2 


1 



DIAMETER. 
FT. IN. 

1 10 

2 4 
2 8 



in i«, m o iai. 



FT. 

1 
1 
1 



IN. 

4 

7 

10 



fOHN M LEAN 29* M< >NI STREE1 V V 



>'<». 185, 




dEti 







GIPSY POT. 




SMI 



JOHN McLEAN, 298 MONROE STREET, N. V. 



No. 27. 




LIFTING BAR AND NAME PLATE. 

Made of Brass or Iron Pipe. Square or Round Iron. 



No, 28. 




Scoop Eye. 



fillip Ey 



LIFT OUT BAR AND NAME PLATE. 



No, 144. 




ORNAMENT. 









I 



I 1 'H\ M. LEAN 298 MONROE -I R.E1 I N V. 



No. :57. 




No. 38. 



No. 39. 



No. -40. 



No. 103 







CENTRE AND END ORNAMENTS 

In Bronze and Galvanized Iroi 






V 



:<2 



JOHN McLl AN, 2H8 M< 'NROE STREET, N. V, 



No. 33. 



No. 34. 





WASHERS. 



No. 63. 




No. 35. 



No. 36, 




/ 

4 







fOHN McLEAN 298 MONRO! SI ill I N. V. 



BRONZE WASHERS. 



No, 31. 




No. 107. 





No. in:; 




No. ur*. 





!»-! 



HN McLEAN, 298 MONROE STREET, N. V. 



NO. 30. 



No. 89, 




TASSELS 






No. 106. 



No, IOC). 



* 



Lot 512 



nr^ 




No. 101. 



Bouquet Holder. 



Marker. Bouquet Holder 



I 



»HN M LEAN, 20H M >M< »E STREE1 \. Y. 



TABLET HANDLES. 



\o. c;i. 




No. L39. 





No. 1 to. 




No, 1 11. 



No. 14?. 





No. 1 1! 





'.».; 



fOHN McLEAX, 298 M<»NK<)E STRl I I N'. V 



>o. 83. 




No. 84. 




WIRE ARCH 



WIRE CHAIR. 






fOHN \i. l I an, ,i ... >E STREI i N 



No. <S."i. 






•.•> 



WIRE GRAVE GUARD 

No. 86. 




WIRE SETTEE. 

2 or 3 Seats. 











JOHN McLEAN. 298 MONROE STREET, N. V 



No. S8. 




CHILD'S GRAVE GUARD. 






[OHN \l< l i AN, 298 MONROE i Rl i i. N \ 



No. 32, 




m 



& 




BRASS HINGE 



No. 146. 




BRASS BOLT 



No, 143. 







BRASS ORNAMENT. 



I 



100 



JOHN McLEAN, 298 MONROE STREET. N. V 



No. 149. 




LYRE PIPE FENCE. 



J< >H\ M, I I AN 298 M< i.NRl '1 SI i : I El \ \ 



No. 133. 




PIPE IR FENCE. 



by 8 



\ by 8 I 







JOHN m, ] i \\, 298 M0N1 il:l KT, \. V. 



No, 134. 







PIPE FENCE. 



I 



►HN Mi LEAN, 29 I0N1 I 






No, 135. 




PIPE FENCE. 



104 



JOHN McLEAN, 298 MONR< »E STREET, N I 



No. 137. 




PIPE FENCE. 









JOHN McLEAN, 29H MONROE STREJ 



I 



Hand and Horse Lawn Mowers. 




No. 147 New Model Mower. 



1 I I I ! , ■ ' ■ I 



L2 






1 l inch Cut. 



i»; 






18 inch Cut 



20 







No. 148 Exeelsior Roller Mower 



in in. h Cut 



\\ in< 



is i ii Cut 



L2 






LG 






20 







1H6 



fi -UN M. I I AN, 298 MONR< >E STRE1 T. N. V 



No. 4<>. 










POLISHING MACHINE 



3 



[< »HN M« i IAN !< iNROE 5TR1 H V Y. 
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JOHN McLEAK, 298 MONROE STREET, N. V. 






No. 108. 
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JOHN M I BAN 01 51 RE1 f. N. 1 
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Bronze Locks No. 121. 




No. L22 





JOHN McLEAN, 298 MONROE STREi I V. V 
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No. 123. 



M. 




I 



P 



• 
^ 



CAULKING LEAD. 
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RACK JACKS. 



I"HN M IN, .- •- MONRI '1 V V 
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PIPE \s Inside Measurement. 

OPENING is distance from Post to Post. 

The HEAD PLATES of Gates can be furnished sep- 
rate, or changed to other Gates if preferred. 

CROSSES can be put on any of the Gates. 



Address : 



JOHN McLEAN, 



208 MONROE STREET, 



NEW YORK, N. Y 
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